Board of Education for the City of Windsor 
(PRIOR TO AMALGAMATION) 


1935 
INSERTS~A, F. Fuerth, S.S. Representative; Rev. H. E. Merifield, B.A., L.Th.; Rev. H. R. Nobles, B.A., B.D. 


FIRST ROW—P. P. McCallum, C.L.U.; Mrs. C. D. Fa.“quharson, B.A.; Mrs. L. A. Killen, 


H. D. Taylor, B.A., M.D. (Chairman); Mrs. Harry Weller, 
| Jacques, B.Sc., M.D., Lic. G.M.C. 

SECOND ROW—4J. E. Benson, M.A. (Inspector of Public Schou's); T. R. Noble, B.C.S. (Business Administrator); W. E. Atkinson, G. H. Fuller, E. W. Morris, fe: L. Mason 
BACK ROW —G. S. Campbell, B.A. (Principal of Kennedy Collegiate Institute); G. S. Adam: 

(School Medical Officer); E. T. Howe (School Attendance Officer); L. Wheelton, B.A. (Pri 


(Supt. of Maintenance); Robt. Reid (Asst. Sec.-Treas. 
cipal of Patterson Collegiate Institute); C. 


, 
F. W. Begley, A. J. 
A 


); L. Hytt enrauch, M.D. 
Bons Biehn, D.D.S. (School Dental Officer). 
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